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June 16, 1986 


Mr. Richard A. Dougherty 

P. 0. Box 639 

Turnersvilie, NJ 08012 

Dear Dick: 

One of the Marlboro clocks that we display stopped working Friday 
night, June 13. We re-set it, but it won't keep time longer than 
two minutes. Rather than let it look bad, v:e have temporarily 
taken it down. 

Please advise what we should do. Can you send another one? Please 
confer with Bruce Vance, our Director of Facilities, on this matter. 
He can be reached here at 216-467-4101. 

We have yet to receive the $5,000 we agreed to for the :986 season. 
The first invoice was sent to you on January 23 of this year. Can 
you check on this for us? 


Sincerely, 



Thomas M. Aldrich 
General Manager 


cc; Bruce Vance 
Steve Kelley 
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